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Message Text 


UNCLASSIFIED 

PAGE 01 ABIDJA 04854 181723Z 
63 

ACTION MED-03 

INFO OCT-01 AF-05 ISO-OO ST-01 /010W 

065887 

R 181608Z JUN 74 
FM AMEMBASSY ABIDJAN 
TO SECSTATE WASHDC 8956 

UNCLAS ABIDJAN 4854 

FROM RMO SCHISSEL TO DR. FRINGER 

EO 1 1652: NA 
TAGS: AMED/IV 

SUBJ: UPDATING EQUIPMENT AND SUPPLIES OF 
ABIDJAN HEALTH UNIT 

1. POST FUNDS ARE AVAILABLE FOR UPDATING EQUIPMENT AND 
SUPPLIES OF ABIDJAN HEALTH UNIT IN VIEW OF ARRIVAL OF 
POST PHYSICIAN. WACASC CLOSED FOR INVENTORY. SUGGEST 
PLACING ORDER IMMEDIATELY. 

2. FISCAL DATA 19-40113-463000-5530-0-2640 $2,800.00 

3. PLEASE ADVISE OF EXACT COSTS. MOST PRESSING NEEDS ARE: 

ECG MACHINE, FIBRO-OPTIC PROCTOSIGMOIDOSCOPE, ANUSCOPE, 
STETHOSCOPES X 2, OPTHALMOSCOPE-OTOSCOPE, AUDIOMETER, 
AMBU BAG WITH FOOT PUMP, SUBSTAGE LAMP, TEXTBOOKS OF 
SURGERY. PEDIATRICS, MEDICINE, DERMATOLOGY, ORTHOPEDICS, 
TROPICAL MEDICINE, CLINCAL PATHOLOGY, CURRENT THERAPY 1974, 
PATHOPHYSIOLOGY, TROPICAL MEDICINE LABORATORY 
MANUAL, NEUROLOGY, MAYO CLINIC DIET BOOK. 

SMITH 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ABIDJA04854 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 58-1 032 
From: ABIDJAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740637/aaaabfsp.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION MED 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: smithrj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 MAY 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 MAY 2002 by phillir0>; APPROVED <16 JAN 2003 by smithrj> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: UPDATING EQUIPMENT AND SUPPLIES OF ABIDJAN HEALTH UNIT 
TAGS: AMED, IV 
To: STATE 
Type: TE 
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